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be so much shattered and can be used two or three times before 
repolishing. 

I made special rests with a copper bead and copper plate, but there 
was no change in results. Also using a copper point and copper 
plane the gradient came out about half as much as indicated in the 
table above. Again, when using a bead and disc, it is found to be 
immaterial which is positive and which negative, so that for small 
distances there does not appear to be a different positive and negative 
tension as was found by Faraday for large distances. 

I hope to continue the research, varying the conditions. My best 
thanks are due to the Boyal Society for grants in aid of research 
extending over the last three years. 

I wish also to express my great obligation to Professor W. H. Heaton 
for granting me every facility in my investigation. 


“ Further Note on some Additional Points in Connection with 
Chloroformed Calf Vaccine.”- By Alan B. Green, M.A., 
M.D. (Cantab.). Communicated by Dr. W. H. Power, C.B., 
F.B.S. Deceived April 19,—-Dead May 5, 1904. 

(From the Government Lymph Laboratories.) 

Since April, 1903, the date of my preliminary note* on this subject, 
the preparation of calf vaccine by the chloroform process has been 
carried on in at these laboratories and a large number of vaccines have 
now been treated by this method. These lymphs have been freed from 
their non-sporebearing extraneous bacteria within a period ranging 
between 1 and 8 hours after their collection from the calf, and 
have, subject to the usual tests, been issued for general vaccination 
purposes about 2 weeks after collection. Their use has resulted in 
high “ case ” and “ insertionsuccess. 

The following points in connection with these vaccines have been 
investigated. 

The Effect of Temperature in the Elimination of Extraneous Micro-organisms 
from Crude Calf Vaccine by the Chloroform Process . 

It has been ascertained that the temperature at which vaccine 
emulsion is subjected to the chloroform process determines largely the 
rate at which the extraneous bacteria of that emulsion are eliminated. 
This has been shown in two ways. 

# ‘ Roy. Soc. Proc.,* 1903. 
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In the first set of experiments vaccine emulsion, consisting of one 
part by weight of pulp and two parts by weight of water, was divided 
into several equal portions. Each portion was then submitted to a 
pre-determined and separate temperature along with the. set of 
apparatus to he used for its treatment with chloroform. These tempera¬ 
tures ranged from 10° C.—37° C. In each case after both emulsion 
and apparatus had reached the requisite temperature of the experiment, 
passage of chloroform vapour and air through the emulsion was 
effected. 

It was found by means of plate cultivations, that elimination of 
extraneous micro-organisms was most rapidly effected in the case of 
the emulsions chloroformed at 37° C., and that elimination was most 
slowly effected in the case of the emulsions chloroformed at 10° C. 
Between these temperatures the gradation of germicidal action was 
very constant. 

The potency of these vaccines was subsequently tested by inocula¬ 
tions on calves, with the result that vaccines which had been subjected 
to the chloroform process at temperatures below 30° C. caused rather 
better vesiculation than the vaccines treated at temperatures 
above 30° C. 

In the second set of experiments, vaccine emulsion, prepared as 
before, was divided into a number of equal portions, each of which 
was placed in a separate test-tube. In this case, the emulsions were 
all subjected to the chloroform process at 15° C. After the passage of 
chloroform vapour and air through the emulsions for half an hour, the 
entrance and exit of each vaccine tube were clamped in order that 
none of the contained chloroform might escape, and the tubes were 
placed in temperatures ranging from 10° C—37° C. for 24 hours. In 
the case of these emulsions, where the amount of chloroform present 
in each must have been approximately the same, a similar gradation of 
germicidal action was evidenced as in the former set of experiments ; 
elimination occurring most rapidly in the case of emulsions submitted 
to a temperature of 37° C., and most slowly in the case of emulsions 
submitted to a temperature of 10° C. 

The potency of each of these vaccine emulsions was tested as before 
by inoculations on calves, with the result that vaccines which had 
been submitted to temperatures below 30° C. gave slightly better 
vesicles than vaccines which had been submitted to temperatures 
above 30° C. 

Both series of experiments indicate that the temperature at which 
extraneous bacteria are killed most quickly in vaccine emulsion by the 
chloroform process, the specific germ being left meanwhile in state of 
full activity, lies probably between 18° C. and 23° C. 
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The Species of Micro-organisms Killed by the Chloroform Process. 

In addition to the extraneous micro-organisms mentioned* as 
commonly occurring in crude calf vaccine and as being eliminated 
therefrom by means of chloroform, experiments have been made with 
further species of bacteria. These, with the exception of B. proteus 
vulgaris and B. coli communis , have never been found in vaccine lymph 
at these laboratories, but they have been subjected to the action of 
chloroform in order that knowledge of the germicidal value of that 
process might be extended. The bacteria thus experimented with 
are :— B. proieus vulgaris , B. prodigiosus , B. pyocyaneus, B. fluorescens 
liquefaciens , B. coli communis , B. typhosus , B. diphtheria ?, B. mallei , 
B. pestis , B. tuberculosis , and Spirillum choleras Asiaticce. 

Broth emulsions of these bacteria were first experimented with. As 
soon as an emulsion was established a suitable culture medium was 
inoculated with a small portion of it and duly incubated, in order to 
ascertain whether the species of micro-organism in question could be 
easily recovered from the emulsion. The passage of chloroform 
vapour and air through the emulsion was then begun, and during the 
process at regular intervals further cultivations were made from it. 
In every instance the bacteria of experiment were found to have been 
killed, at intervals ranging from 1—8 hours from the commence¬ 
ment of the process. 

In a second set of experiments vaccine emulsions were prepared by 
mixing one part by weight of pulp with two parts by weight of water. 
To these emulsions the bacteria to be experimented with were added, 
and cultivations at once made therefrom in each instance, to ascertain 
whether recovery of the bacteria was possible. Passage of chloroform 
vapour and air through the emulsions was then carried out and further 
cultivations made from them from time to time. As in the case of the 
broth emulsions, after the passage of the chloroform vapour and air 
for a few hours, the bacteria in the vaccine emulsions w T ere killed. 

In the case of each experiment of the two foregoing series, a 
“ control 35 preparation was established in which the bacteria were 
found to be still alive after the bacteria of the corresponding experi¬ 
mental preparation had been killed. 

The vaccine used in these experiments was collected for experimental 
purposes only. 

The Keeping Properties of Chloroformed Vaccines. 

The keeping properties of chloroformed vaccines have been tested in 
the following ways: 

Pirst, vaccine lymph freshly collected from the calf was divided into 
# ‘ Koy. Soc. Proc,.’ 1903. 



1904 .] Connection with Chloroformed Calf Vaccine . 345 

two portions. One portion after emulsification with water was 
subjected to the chloroform process and, after elimination of its 
extraneous micro-organisms, the chloroform was partly removed by 
the passage through the emulsion of a stream of sterile air. The 
other portion was emulsified with 50 per cent, of glycerine and water 
solution. These chloroformed and glycerinated emulsions were, 
within 24 hours of their collection from the calf, each sub-divided into 
five parts, one part of each being stored at 10° C., 20° C., 25° C., 
30° C., and 37° C. The potency of these several parts was subsequently 
tested on calves at regular intervals of time. The result showed : 
(a) that the highest potency was retained for the longest time, alike 
for the chloroformed and glycerinated portions, by the emulsions 
stored at 10° C., and for the shortest time, alike again by both portions, 
by emulsions stored at 37° C.; and ( b ) that the potency as between 
the chloroformed and glycerinated vaccine kept at any one of the 
foregoing temperatures was practically the same, the only marked 
difference occurring in case of the vaccines kept at 37° 0., a temperature 
at which the chloroformed emulsions retained potency for a longer 
period than did the glycerinated emulsions. 

Upon the completion of the foregoing experiments, a further number 
of vaccines collected from vesicles of good average quality were 
emulsified with water in the proportion of one part by weight of pulp 
to two parts by weight of water, and subjected as before to the 
chloroform process. When elimination of their extraneous bacteria 
had been effected, part of the chloroform was removed from the 
emulsions and these were placed in the ice chest at 10° C. Immediately 
prior to the issue of these vaccines, the remainder of the chloroform 
was removed and glycerine added in the proportion of two parts by 
weight of glycerine to the original weight of vaccine pulp. These 
vaccines were later, after passing the requisite tests, issued for general 
vaccinating purposes, a similar interval being allowed to elapse 
between their collection from the calf and subsequent issue as is usual 
at these laboratories in the case of glycerinated vaccine, namely, about 
6 weeks. In the case of two of these chloroformed vaccines an 
interval of 2 months elapsed between collection and issue. 

The use of these chloroformed vaccines has been attended with 
results showing high “ case” and “insertion” success. 


Summary . 

Experience of the further use of the chloroform process in the 
preparation of a large number of vaccines during the past year 
confirms the conclusions arrived at in a former paper.* And mean- 


# Loc. cit., 1903. 
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while important additional knowledge has been gained, namely, that 
chloroformed calf vaccine, if originally of sufficiently high potency, 
will, when prepared and stored under suitable conditions, retain for a 
considerable time a high degree of potency, and this notwithstanding 
that the extraneous organisms had been rapidly eliminated from it in 
an early stage of its preparation. 


“ Further Experiments on the Production of Helium from 
Radium.” By Sir William Ramsay, K.C.B., F.R.S., and 
Frederick Soddy, M.A. Received April 14,—Read April 28, 
1904. 

The research, of which a preliminary account has already been given 
in the £ Proceedings, 5 vol. 72, pp. 206 and 208, has been continued with 
the view of ascertaining the volume of emanation produced in a given 
time from a known weight of radium in the form of bromide, and 
also the quantity of helium resulting from the spontaneous change of 
the emanation. 

Owing to the minute quantity of material at our disposal, the 
research has been a somewhat tedious one; but we have succeeded in 
obtaining fairly concordant measures of the volume of both emanation 
and helium. The present paper gives a description of the apparatus 
employed, the methods of experiment, and the quantitative relation 
between radium and its products. 

The inactive nature of the emanation from thorium was the subject 
of an investigation by Rutherford and Soddy.* They concluded 
“ that it is a chemically inert gas analogous in nature to the members 
of the argon family; 55 And they continue : “ The speculation naturally 
arises whether the presence of helium in minerals and its invariable 
association with uranium and thorium may not be connected with their 
radio-activity. 55 The discovery was thus the subject of prediction. 
It followed an attempt to obtain the spectrum of the emanation. 
Thinking that the spectrum, if brilliant, might be observed by mixing 
the emanation with a gas of simple spectrum, the first experiments 
were made by mixing it with helium; but it soon became evident that 
the helium spectrum overpowered that of the emanation to such an 
extent as to mask it entirely. And experiments on the removal of 
gases not belonging to the argon group from the emanation convinced 
us that its quantity was so small as to require special contrivances in 
order to deal with it. All apparatus, consequently, was constructed 
on a minute scale of capillary tubing, less than half a millimetre in 


# 4 Phil. Mag.,’ 1902, 6, toI. 4, p. 581. 



